A TT RR a ooo a o å o 





Notebook, N-09-02-24 





The only dated entry in this notebook is from February 1909. The book 
contains one drawing by Edison of cylinder phonograph apparatus. A notation 
by Edison indicates that the book was used at his laboratory in Fort Myers, 
Florida. The pages are unnumbered. Only 2 pages have been used. 









































